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This is the eighty-first index of “Domestic Engineering,” an index for each quarter appearing at the end of 
that quarter. We ask our readers to note the value of this index for reference, calling special attention to the 
separate classifications of the departments of “Retail Advertising Service,” and “Merchandising Articles,” both 
of which contain many valuable ideas along the line of trade extension. 
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Pere eer eee OT eee eee ote P 61, Jan 


Heating Articles:— 


Accurate Estimating Determines 
Success in Oil Burner Selling.... 
Serre eT Tree TT ea Pee P 47, Mar. 

Air Conditioning the Halls of Con- 
gress. L. L. Lewis and A. E. 
es Se 2 eke en ob as 8 P 41, Feb. 

Radiator Supply 

Branches for One and Two-Pipe 

Systems. By F. C. Houghten, M. 

E. O’Connell and Carl Gutberlet.. 


Conversion of a Vapor System into a 


Vacuum-Vapor Job ....P 46, Mar. 
Discusison of Temperature Control 
onres pectcvtieveddenséceul Gy Deak 
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Examples of Arc-Welded Pipe Con- 


struction. By R. T. Gillette...... 
S4beee TTT TTT TT TTC TTT TS of oe |, 
Heating in Johns Hopkins Physiol- 
OGY BWUllGinE <.cccceces P 53, Mar 
A History of the Development of 
CEO FEBGIRSOP 2c ccvecces P 49, Jan 


Insulation Factors to Be Used in 
Calculating Radiation..P 54, Jan. 
Oil Fuel Boilers in Large Building. 


BY J. GC. FOMMGOR« co ccc P 89, Jan. 
Pipe and Orifice Sizes for Small 
Gravity Circulation Hot Water 


Heating Systems. Elmer G. Smith 
a cana aca waka P 65, Feb. 8; P 51, Mar. 
Poor Chimneys. By L. S. Halliday... 


end DU aoe ewe eek P 85, Jan. 
Progress in the A. S. H. V. E. Labo- 
IG + td weed eben mee P 47, Jan. 
Refrigeration ........... P 94, Feb. 
Right Fittings Make for Efficient 
Maintenance .........-; P 84, Mar. 


Steam Fittings and Accessories. By 
ae 
eb declaw a ace P 70, Jan. 25; P 67, Feb. 


Summer Service Inspections....... 
:deaidnedeeneéseeevens P 105, Mar. 
The V-5, A Steam-Heated Subma- 
rine. By E. W. Sylvester........ 
Scie teak er a hae eee lek 0:0 P 94, Jan 
Underheated Rooms ...... P 80, Mar 
Wet Bulb Depression. By Harold L. 
Dt tic bbitacei ain eaheee P 53, Feb. 


History of the Development of the 
Radiator 
Holt, Prof. James, Discusses Steam 
and Hot Water Piping at Massa- 
chusetts Short Course.P 146, Mar. 
Holyoke, Mass.—System of Collec- 
tion of Plumbing Fees..P 81, Jan. 
Honolulu, Hawaii-—Utilization of 
Springs for Water Supply........ 


Hoover Code Recommendations in 
Regard to Stacks....... P 80, Mar. 
Hoover Report on Drainage and 
WORE Presse scccecsess P 65, Mar. 
Hot Water Heating Systems—Pipe 
and Orifice Sises fOFf.....ccess<. 
ehkes ween P €@5, Feb. 8; P 51, Mar. 
Hot Water Radiators, Formulae for 
Attaining Desired Temperature in 
TTC Te. TTT TTC TT Tee P 81, Mar. 
Houghten, F. C., and Carl Gutberlet 
Discuss Absorption of Solar Radi- 
ation 73, Feb. 
House and Fire Tanks, Combination 
a ee eee eee P 65, Jan. 
House of Representatives—Air Con- 


eee Oe tcc cceeen P 41, Feb. 
House Tank Connections........... 
edenbeentscadkeeewveketuee P 656, Jan. 
Hydropneumatic Tank, Water Ca- 
a re .oeek 91, Feb. 

I 


Idaho—Provisions of Code in Regard 
to Cleanouts 


Illinois Agencies Co-operate'§ in 
Campaign for Running Water on 
a as es anaes ok ee P 48, Feb. 

Illinois Master Plumbers” Associa- 
tion’s Investigation on Insulation 
Ts cient eee ea wes P &6, Jan. 

Illinois—Provisions of Code in Re- 
gard to Cleanouts .....P 77, Feb. 

Indiana—Provisions of Code in Re- 
gard to Cleanouts ..... P 77, Feb 

Indirect Air Heaters. Use of Blast 


po P 74, Mar. 
Infiltration of Alr through Brick 
Wall Construction ....P 98, Mar. 
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Inspection Service of Heating Con- 


PE cbhwin~twh'ese ve P 105, Mar. 
Inspector, Plumbing, Examination 
Se sédeveckedeeos 6e400se0 P 136, Jan. 
Insulation Factors for Calculating 
ee ee P 54, Jan 
Iowa—Provisions of Code in Regard 
a P 77, Feb. 
Isometric Elevations, Intelligent 
ee errr P 83, Feb. 
J 
Jackson, Mich.—Tabulation of 
Plumbing Fixtures on Stack..... 
jek be ae aaa tai at biiane P 83, Mar. 
Jefferies, F. S., Addresses Eastern 
Supply Association ....P 104, Feb. 


Job and Shop Practice...P 49, Mar. 
Johns Hopkins Physiology Build- 
ing—Plumbing and Heating in.. 
(one eeen dp beeunteseedees P 50, Mar. 


Kansas—Provisions of Code in Re- 
gard to Cleanouts...... P 78, Feb. 
Kentucky—Provisions of Code in 
Regard to Cleanouts...P 78, Feb. 
Keokuk, Iowa—Tabulation of 
Plumbing Fixtures on Stack...... 


Knoxville, Tenn., Requirements for 
Master Plumber’s Bond..P 87, Jan. 


L 


Laboratories in Johns Hopkins Uni- 
versity—Sinks Used in..P 51, Mar. 
Laboratory, A. S. H. V. E., Research 


i tewtcceengeedewenenee P 47, Jan. 
Lansing, Mich., Bond Required in.. 
KenGes CONSE cedwonseer P 76, Jan. 
Lavatory Discharge Practice, Dis- 


agreement in .-:....... P 143, Jan. 
Letter to the Editor....P 139, Jan. 
License Fees, Amount of, in Various 
Communities .......... P 76, Jan. 
Licensing of Master Plumbers Re- 
quired by Various Plumbing Codes 


(i bndhcuweedeneeeeéee ke P 79, Jan 
Lift Fitting, Use of...... P 69, Feb. 
ee MD Saebéonseouees P 76, Mar 
Lighting, Importance of, in Retail 

er eee re P 63, Mar 
Lighting Practice in Display Rooms 

ioeb ek SbO ONS 4060608 0468s P 61, Feb 
Liner—Plumbing in...... P 52, Feb. 
Location for Retail Store, Means of 

a P 59, Mar. 
Loop and Circuit Venting Fittings 

uve etins Shack ous venues P 68, Mar. 


Loop, Hartford, Use of...P 70, Feb. 
Loop Tubes as Used in 80's and 90's 


fbn 06 b0600S 504686000065 P 53, Jan. 
Louisiana—Provisions of Code in 
Regard to Cleanouts...P 78, Feb. 


M 


McGonegal, A. R., Discusses Use of 

Cleanouts 
Mailing List, Building of..P 58, Mar. 
Mail Order House—Selling in Com- 


DOGTeEe WEE ccccevecor P 64, Jan 
Maine—Provisions of Code in Re- 
gard to Cleanouts ..... P 78, Feb 
Mains—How to Select Sizes for.... 
ietadwtwiwsesswtendeess P 68, Feb 
Manifolds, Use of........ P 71, Jan. 
Maryland—Provisions of Code in 


Regard to Cleanouts...P 78, Feb. 
Massachusetts — Provisions of 


90 


oo to 


» a8 


22 


. 22 


22 


DOMESTIC ENGINEERING 


Plumbing Code in Regard to Use 


OE CORIOUES «ccccccdes P 70, Mar. 
Mathematics of Plumbing.......... 
die ate a atiba wet baa aaa ee P 55, Feb 
Maurer, Edward D., Report of, at 
Ohio Convention ...... P 129, Feb. 





Merchandising Articles :— 


Baker Co., Howard C.—A Model 
Store and Strategic Location..... 
ee pe P 59, Feb 

H. E. Crook Co.—Making the Oil 
Burner Stay Sold...... P 57, Feb. 

Dallas Plumbing Co.—‘“Continued”.. 
che ts bch hee ee eo P 57, Jan. 

Dauphinee Co.—Profits in Stokers 
2 eer ee P 61, Mar 

February Window Backgrounds.... 
ee eee ee ee ee P 63, Jan 

Griffin, Joseph M.—Neighborhood 
Merchandising ........ P 57, Mar 

Lanham, J. D.—A Woman's View- 
eee ee P 61, Jan 

Maunz, William C.—Powerful Dis- 
plays that Sell......... P 61, Feb. 

Lighting for Better Business...... 
a ee ee ee P 63, Mar 


Retail Store 
Southern California Contractors 
Sell Water Heaters. By F. L. 
Loomis 
Storms, J. R.—He Sells Five Hun- 


TRO BEAStOF BRIGSUMIBR. .cccccssceses 
jontee P 63, Jan. 11; P 64, Jan. 25; 
P 63, Feb. 8; P 63, Feb. 22; P 63, 
Mar. 8; P 86, Mar. 8; P 65, Mar. 





Michigan—Provisions of Plumbing 
Code in Regard to Use of Clean- 


Pe 660446 0ceeereeudes P 70, Mar. 
Minneapolis, Minn.—Tabulation of 
Plumbing Fixtures on Stack..... 
iatensenetsas6enedan ba P 83, Mar 
Modernization Offers Large Oppor- 
Ee P 108, Jan 
Moisture in Air Determined by Ther- 
0, P 53, Feb 
Morrill, R. T.—Views on Ideal Lo- 


cation for Retail Store..P 61, Mar. 


N 


Nason, Joseph, Establishes Nason 
te. Co. Im 2668. ..écces P 49, Jan. 
New Jersey, Amount of Bonds Re- 
quired in 
New Jersey—Tabulations of Plumb- 
ing Code 
New Orleans, La.—Tabulation of 
Plumbing Fixtures on Stacks..... 
(hi peehthoaensee se ooeek 83, Mar. 
New Orleans, La.—Code in Regard 
to Sewage Ejectors..... P 49, Feb. 
New York Plumbing Code—Quota- 
tion from 
New York—Tabulations of Plumb- 
ing Code 


Niagara Falls, N. Y.—Tabulation of 


mpiehkismamdtwhé eemations P 83, Mar 
North Carolina — Tabulations of 
Plumbing Code ........ P 81, Jan. 


North Dakota—Tabulations of 
Plumbing Code ......... P 82, Jan. 


O 


Oakland Plumbing Code Provisions 
igeuenieus P 67, Jan. 11; P 53, Jan. 
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—— 


. 25 


25 


O’Bannon, L. S., Discusses Method 


of Testing Unit Heaters......... 
pot ceké ta wedeiwe een here P 72, Feb. 22 
Obituary :-— 
Baker, William H........ P 123, Mar. 8 
Blackstock, Charles A....P 170, Feb. 22 
Chickering, Howard E....P 146, Feb. 22 
Cea, “REED oc vccecees P 170, Feb. 22 
Connors, James T........ P 170, Feb. 22 
Eynon, Alfred C......... P 107, Mar. 22 
Gretger, PAM Cu. ccccess P 123, Mar. 8&8 
Hodges, Clarence W...... P 146, Feb. 22 
PE, Dc cuseccsevewa P 170, Feb. 22 
Keating, James A......... P 96, Jan. 11 
Kimball, Fred M........ P 146, Feb. 22 
Landon, Archer A........ P 110, Jan. 11 
McGovern, Bernard J..... P 133, Jan. 11 
pee, mam Ge Bcc ccccsus P 123, Mar. 8 
a a P 135, Jan. 11 
Oliver, Francis J. ....... P 146, Feb. 22 
Penfield, William B...... P 165, Jan. 11 
Cetem. COR Bocce ccscecesescee eee 
were ee P 112, Feb. 8; P 132, Mar. 8 
Riley, George N. ....... P 110, Feb. 8 
Robertson, W. J......... P 123, Mar. 8 
Pemeee, J. EO. ceccocscecs P 170, Feb. 22 
Rollins, Johm W....cccece P 110, Feb. 8 
POU, TOROS wcccccceesees P 98, Jan. 25 
Rushlight, Allen G....... P 132, Jan. 25 
Soleau, Charles J......... P 170, Feb. 22 
Dewees, B- Zaseccceser P 110, Feb. 8 
Stevens, Thomas A...... P 146, Feb. 22 
Tees, GHOGE 60400086 2 P 180, Feb. 8 
TORCH. TRE dicccvcsvove P 110, Feb. 8 
Waidow, Charles J....... P 146, Feb. 22 
Welch, Stephen H....... P 128, Jan. 11 
WeEeOe, Bs Becccvcecovecs P 134, Jan. 25 
Zannoth, Robert C....... P 146, Feb. 22 
Oekel, H. F.—Farm Business of.... 
(evetdintbéeseacuehonset P 47, Feb. 22 
Oelschlaeger, E. F.—Views on Ideal 
Location for Store...... P 62, Mar. 22 
Office Arrangements of Weldon & 
, Perr rre rr eres P 54, Feb. 22 
Ohio—Tabulations of Plumbing Code 
Pe Pere eT P 81, Jan. 11 
Oil Burner, Selling of....P 57, Feb. 
Oil Burner Selling—Accurate Esti- 
mating Determines Success in.... 
ive sane wedeesd ¥eReOON P 95, Mar. 8 
Oil Fuel Boilers in Large Building 
it}ticsé<eduaeaveareeben P 89, Jan. 11 
Oil Wells Drilled in the Ocean..... 
STTrTerTTTT TT TTT TTT .P 70, Feb. 22 
Oklahoma—tTabulations of Plumb- 
ee GE sccsvacencvens P 82, Jan. 11 
Oregon—Requirements of Plumbing 
CE es ckcucsdeveevwses P 78, Jan. 25 
Orifice Sizes, Selection of.......... 
i be awelbe dee eweteee P 61, Mar. 8 
Orifice Sizes for Small Gravity Cir- 
culation Hot Water Heating Sys- 
ee P 65, Feb. 8; P 51, Mar. 8 
Orr, M. J., Addresses Iowa Conven- 
Be sisededsnandekennen P 146, Feb. 8 
P 
Pacific Liner, Plumbing in......... 
tteeteiebs sacs cece P 62, Feb. 8 
Palmer, G. J., Addresses Iowa Con- 
SS ixdeonecuwibeci P 146, Feb. 8 
Patents on Radiators During 
Eighty-seven Years....P 49, Jan. 11 
Pennsylvania, Requirements of 
Plumbing Code ........ P 78, Jan. 25 
Philadelphia, Pa. — Tabulation of 
Plumbing Fixtures on Stack..... 
66s ebbeeweetesceeewees P 83, Mar. 8 
Philadelphia—Practice in Use of 
Sewage Ejectors ...... P 172 Feb. 8 
Physiology Building at Johns Hop- 
kins University — Plumbing and 
0 Ge er P 50, Mar. 22 








Pipe and Orifice Sizes for Small 


Gravity Circulation Hot Water 
FEOGEIMGE DUUOOURS .ccvicccceacecses 
sciciata: @ ated wae P 65. Feb. 8; P 51, Mar. 


Pipe Bends for Expansion.P 68, Feb. 
Pipe, Capacity of—Experiments at 

Research Laboratory...P 48, Jan. 
Pipe Construction, Arc-Welding of 


ots it en ree deel P 56, Feb 
Pipe, Expansion of...... P 170, Feb 
Pipe Sizes, Research of A. 8S. H. V. E. 
ag a a a ae P 49, Jan. 
Pipe, Weights of......... P 66, Mar. 
Piping for Combination Tanks..... 
rrr re Te ToT TT eT TT eT CT P 66, Jan 


Piping for Early Hot Water Heat- 
ing Systems 


BI haart savas dca aes eae P 111, Jan 
Plans and Specifications, Posting of 
yerer rere TTT Tee P 76, Jan 


Plumbing Articles :— 
Bronze-Welded Water Supply Line 
ee Pe ee rer P 68, Jan. 


Federal Aid for Plumbing Schools. 
By R. M. Starbuck, Jr...P 90, Jan. 
Fixture Installation, Five-Year Av- 
CO Oe giddiness ss P 42, Jan. 
Porty YWeare Ae... .cccsex P 43, Jan. 
Mathematics of Plumbing.P 55, Feb. 
Modern Drainage Fittings. By R. M. 
Starbuck, Jr. 
Modern Guides in Plumbing Instal- 
lations. By R. M. Starbuck, Jr... 


Plumbing Code Tabulations. 
Starbuck, Jr. 
Jan. 11; P 76, Jan. 25; P 55, Mar. 

Plumbing Don’ts ........ P 55, Mar. 

Running Water in Every Farm and 
Small Town Home. W. W. Stevens 


(bs aed dendenesdseue es P 47, Feb 
Setting Soil Fittings in a Joist 
PE Guscéctvsdnewe edd P 49, Mar. 
Sewage Ejectors. By R. M. Star- 
i Mh pin ce oa wine. 68.00 P 46, Feb 


The Three-Inch Stack vs. the Four- 
Inch Stack 
The V-5—Plumbing in a Cruiser 
Submarine. By E. W. Sylvester.. 
ee rE ee P 73, Mar. 
Trade School Teachers...P 48, Mar. 
Turning Difficulties to Advantage 
(Plumbing in Hawaiian Building) 
nated oud $4 a eene beeen wae 4 P 41, Mar. 
Use of Isometric Elevations........ 
ee ee P 83, Feb. 


Pollution of Streams..... P 69, Jan. 
Port Arthur, Tex.—Tabulation of 
Plumbing Fixtures on Stack...... 
Pee ree TT ee eee eee P 83, Mar. 
Portland, Ore.—Tabulation 
Plumbing Fixtures on Stack..... 


>e-ee@ds ee O28 O28 2 Oe 8 8 2 eo 8. 8 6 2 


“Porto-Plumb” Shops of Dallas 


» |. oo See P 60, Jan. 
Pottery Manufacturers’ Institute, 
Organization of ........ P 93, Jan. 
Pressure Difference and Wind Ve- 
DE! scdesneesdn0n0800 P 98, Mar. 


from Steam at 
...-FP 165, Feb. 
Air Condi- 


Pressures — Heat 
Various Pressures 


Pressure Regulator for 


tioning System in Congress...... 
(nee ain oat weweiddn 06002 P 44, Feb. 
Pressure-Relief Valves, Use of, in 


Fuel Oil Installation....P 89, Jan. 
Pressure—Water and Air Compared 
5 eee P 57, Feb. 
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Profit, Net, Finding of....P 44, Mar. 8 
Prospect Record—Method of Keep- 
SO cnete spade centseans P 58, Mar. 8 
Psychrometric Chart, Method of 
ee P 53, Feb. 8 
Pumping Unit, Installation of...... 
Re ee | ee eee ee P 137, Feb. 22 
Pumps and Sewage HEjectors for 
Sub-Surface Drainage in Hawaiian 
CC ee P 42, Mar. 8 
Pumps for Sewage....... P 46, Feb. 8 
Q 
Questions and Amnswers............ 
P 136, Jan. 11; P 170, Feb. 8; P 165, 
Feb. 22; P 170, Mar. 8; P 165, Mar. 22 
Quilt Insulations, Use of..P 56, Jan. 25 
Quinn, John A., Death of.P 112, Feb. 8 
R 
Radiation—Curves to be Used in 
Determining Additional Radiation 
for Underheated Rooms.P 80, Mar. 22 
Radiation—Insulation Factors to be 
Used in Calculating....P 54, Jan. 25 
Radiation, Placing of, in Vapor Job 
cov deve Raseeseaneeedac P 46, Mar. 8 
Radiation, Solar, Absorption of, Dis- 
cussed at A. S. H. V. E. Meeting 
Facdaee cebu ta tliee wae une P 73, Feb. 22 
Radiation, Vapor, Selection of Ori- 
ee Se Ss ees eewes P 51, Mar. 8 
Radiator Circuit, Proper Sizes of 
SN Nk 6:6 2 64 ew dws P 65, Feb. 8 
Radiators, Condensation from...... 
Ce eS ee ere ee P 74, Mar. 22 
Radiator, History of the Develop- 
ment of. By Ara Marcus Daniels 
+ ibaa 6 de wa bok ee Obie dew ed P 49, Jan. 11 
Radiator Supply Branches, Capacity 
i aot kendeubeceteadekhees P 70, Jan. 11 
tadiator Valves, Early Types of.. 
ToCrrarrTenrereT Terre Tee P 50, Jan. 11 
Ranges, Gas, Selling of...P 59, Jan. 25 
Reducing Ell, Use of..... P 67, Feb. 22 
Reeke, George F.—Views on Ideal 
Location for Retail Store ........ 
betas e 806066 oe4022 P 62, Mar. 22 
tefrigerating Equipment for Capi- 
Dt wwddwades.c tub aee eh vied P 45, Feb. 8 
tefrigeration—Description ofa Mul- 
tiple Unit System...... P 94, Feb. 22 
Refrigeration Discussed at Massa- 
chusetts Short Course..P 149, Mar. 8 
tegisters and Grilles, Measurement 
of Flow of Air through.......... 
Trt eT eT ee Cee re Te eee P 73, Feb. 22 
Registration of Master Plumbers, 
Requirements for....... P 81, Jan. 11 
Relief of Air on Steam System...... 
TeETEC CT TET eC eT ee P 73, Mar. 22 
Relief Vent Prevents Siphonage.... 
Citta dha ce tee Chek one P 67, Jan. 11 
tepair Work, Building a Volume of 
thivvatvawadbaceseutane .-P 69, Jan. 11 
tesearch, Progress in, at A. S. H. 
V. E. Laboratory.......P 47, Jan. 25 
Retail Advertising Service, Use of, 
by J. D. Lanham........ P 61, Jan. 11 
Retail Advertising Service :— 
Avoid High Blood Pressure........ 
ee ee P $2, Mar. 8 
Change Your Radiators into Decora- 
0 ee ee ee P 93, Mar. 8 
Could This Happen in Your Home? 
Pee ree P 94, Feb. 8 
Efficiency in the Basement......... 
ee ee ee ee P 88, Feb. 22 
Efficiency in the Kitchen..P 88, Feb. 22 
Good Health Through Correct 
Plumbing and Heating..P 89, Jan. 25 
Hot Water for the Housewife...... 
ped 6 ae eo h bee alee P 94, Feb. 8 


It’s Easy to Have Beautiful Hands 
meth teents evavedenawés P 90, Jan. 
Sleep Longer on Winter Mornings.. 
ttnecees tae aWes eee ewes P 90, Jan. 
Why Have Smudge on Your Walls? 
pene sehwee adh ssatanaes P 92, Mar. 
Your Children Are Entitled to Health 
P 88, Jan. 


eeeseeveeveewewree eeeeeneeeee ee @ 


Retail Sales Plan of One Whole- 
Ess 6d ewe 48 G8 0% 8 P 103, Jan. 25 
Return Bends, Use of..... P 72, Jan. 25 
Rhode Tsland, Requirements of 
Plumbing Code......... P 78, Jan. 25 
Right and Left Fittings, Use of.... 
(+e eevee ed test eeee cecker P 71, Jan. 25 
Riser Sizes, How to Select.......... 
pace: bein ok Wald & a eae eee «ue P 68, Feb. 8 
Rochester, N. Y.—Tabulation of 
Plumbing Fixtures on Stack..... 
i‘icebhibedebeed datne nese P 83, Mar. 8 
Rockwood, Dr. H. L. Addresses 
Ohio Convention...... P 129, Feb. 22 
Rowley, F. B., Interview with...... 
eer eee TTT eT TT TT eT PT TET Te P 86, Feb. 8 
Ruddy, Clarence S.—Views on Lo- 
cation of Store......... P 61, Mar. 22 
Ss 
Salt Lake City, Utah—Requirements 
for Master Plumber’s Bond...... 
Sessacdauesé¥nene us eran P 87, Jan. 11 
San Diego, Calif.—Tabulation of 
Plumbing Fixtures on Stack..... 
Ce ee ee ree P 83. Mar. 8 
Sanitary System in Johns Hopkins 
RE ho oc cc etweaee P 51, Mar. 22 
School, Number of Water Closets 
Ph. cis bens beads ee ek P 136, Jan. 11 
Schools—Federal Aid for Plumbing 
ND nig carr cine ans we SIS P 90, Jan. 25 
Schools, Trade, Qualifications of 
TORSMOTE TOP i cccccvoves P 49, Mar. 8 
Senate Chamber, Air Conditioning 
SE a ee oe ee ee P 41, Feb. 8 
Septic Tanks, Primary Treatment 
Dt 666 6eden cee tveciantes P 68, Jan. 25 
Sewage Ejectors.........P 46, Feb. 8 
Sewage Ejectors and Pumps for Sub- 
Surface Drainage in Hawaiian 
I Ss ad eit A ode OSes P42, Mar. 8 
Sewage Treatment, Primary and 
Secondary cou taces P 68, Jan. 25 
Sewer Gas and Sewer Alir.......... 
a ati tia a a a aaa es ll P 170, Feb. 8 
Shafer, W. P.—Views on Ideal Lo- 
cation for Retail Store..P 62, Mar. 22 
Shanahan, John J.—Views on Ideal 
Location for Retail Store......... 
banaote ceneesevenee eee .P 62, Mar. 22 
Shear-Vee Type of Welds.......... 
(cae entiewe tenes endenes P 117, Jan. 11 
Ship, Refrigerated Air for.......... 
a ae ee ey ee P 69, Jan. 25 
Shop, Equipment for..... > 63, Feb. 22 
Shreveport, La.—Tabulation of 
Plumbing Fixtures on Stack... 
| ot a nek eens eeae eee ee ee P 8&3, Mar 8 
Simmons, J. M.—Views on Ideal Lo- 
cation for Retail Store..P 61, Mar. 22 
Siphonage Prevented by Relief Vent 
ore Te Te TUTE CLOT TTS P 67, Jan. 11 
Sizes of Pipes and Orifices for Small 
Gravity Circulation Hot Water 
Heatingg Syet@me ...ccccccccccces 
hed sadhana EF 65. Feb. 8: P 51, Mar. % 
Smoke Test for Chimneys......... 
tdbbadenenesscaenéee ed 62 P 86, Jan. 25 
Snyder, A. H., Addresses Ohio Con- 
SR uid ere Re aneveo ee P 129, Feb. 22 
Soda Fountain Installations..... “ 
ee Te oe es eee a ae a a a 2 P 52, Jan. 256 
Soil Fittings in a Joist Floor, Set- 
FS a eee P 49, Mar. 8 
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Soil Stack, Three-Inch vs .Four-Inch Texas—Requirements of Plumbing Volume of Building for 1930 Dis- 
.tetwebeseeddéenssedaeeone P 80, Mar. 8 Sr cctvaatoudesheséseel 2a Sr wéitchcbhes«ceeusern aay 2) 
South Carolina — Requirements of Thermometers—Wet and Dry Bulb Volume—the Great Americar Illu- 
Plumbing Code ......... awa: 2 8 géesddeebetveceassdeeeane P 53, Feb. 8 I ie ee Me ae aol a oe P 43, Jan. 1! 
South Dakota — Requirements of Time Payment Selling Discussed at : 
Plumbing Code ........ P 78, Jan. 25 Eastern Supply Association Meet- 
Specialty Sales.......... P 60, Mar. 8 1) See ee ee P 106, Feb. 22 Ww 
Spirilla. Description of....P 67, Jan. 25 Time Payment Selling Discussed at 
Spring Piece for Expansion........ Secretaries’ Conference .......... Wanger, C. W., Addresses Ohio Con- 
(ies etna es 60S CeNedesees P 69, Feb. 22 TT TTT oT eTTTL TT ie Te. Uk tl ee. WE, nc 0c esec%0%ss0 ee oa 38 
Springs, Utilization of, as Water Trade School Teachers—Qualifica- Wanger, C. W., Addresses West Vir- 
DE vith counted eusans P 41, Mar. 8& Pees GE écicucecasteves P 48, Mar. 8 ginia Convention ...... P’°158, Feb. 22 
Stack—Three-Inch vs. Four-Inch. Traps for Grease—Requirements of Washing Machine, Selling of..P 63, 
caeeé ends 6 eden P 80, pee. 8 Oakland Code..........P 53, Jan. 25 Feb. 8; P 63, Feb. 22; P 63, Mar. §& 
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